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Drug infusion, vasoactive, closed loop control (Potter et al.), 670 
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Drug interaction: cimetidine (Barrett), 187 (c) 
Drugs before anaesthesia (Lumley), 1069 


Dural puncture via the sacral hiatus (Meyer), 610 (c) nh. — = a 
Dural puncture via the sacral hiatus (Nolte & Farrar), 1142 (c) : 
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Dentistry, 590 


Education, 1124 
Equipment, 484 
Equipment, accidents 57 


nerve damage, 691 

obesity, 456 

ocular muscular dystrophy, 251 
pneumatosis cystoides intestinalis, 776 
pneumothorax, 655, 1004 
postoperative shivering, 35 
postoperative vomiting, 279, 280 
pruritus, 248 

pulmonary oedema, 1012 
respiratory obstruction, 1232 
Shy-Drager syndrome, 1229 
sickle cell trait, 1121 

skin diseases, 443 

sleep apnoea, 108 

surgical emphysema, 1115 
ventilatory failure, 351, 781 a 


Equipment, breathing systems, 922 . 


Equipment, breathing systems, coaxial, 359 

Equipment, breathing systems, Magill, ADE, 593 

Equipment, computer, 670 

Equipment, exhaust systems, 790, 904 

filters, blood, 578 ! 

Equipment, infusion, computer, 670 q 

Equipment, laryngoscope, 158, 474, 800 

Equipment, liquid crystal thermometer, 54 7 


Equipment, 


Equipment, lung ventilators, 904 
Equipment, management, 57 
Equipment, needles, 549 
Equipment, pacemakers, 254 
Equipment, pipelines, 891 
Equipment, scavenging systems, 1237 


Equipment, spirometer, 268 
Equipment, sterilisation, 549 
Equipment, tourniquet, 795 
Equipment, tracheal tube, 862 
Equipment, vaporizers, 171, 581 
Eyuipinent, ventilation volume meter, 268 
Equipment, ventilators, 790 

Ethics, 756 

Eye, 809, 908 


Gastrointestinal tract, 314, 638, 645, 1086 
Genetic factors, 1007, 1225 


Heart, 48, 307, 772, 1096, 1207 
Histamine, 314, 433, 638, 1086 
History, 474, 803 a 
Hormones, 407, 1192 
Hyperthermia, 1000 
Hypnosis, 1139 
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Hypnotics, 35, 370, 372, 439, 781, 806, 879, 1177, 1183 


Hypobaria, 1127 


Immune response, 1071 
Induction, 426 

Intensive care, 529, 596 
Intubation, 3, 158 
Intubation, tracheal, 376, 
Ion, 1079 


Larynx, 464, 706, 883 


Lung, 529, 822, 873, 888, 


Measurement techniques, 
Measurement techniques, 
Measurement techniques, 
Measurement techniques, 
Measurement techniques, 
Measurement techniques, 
Measurement techniques, 
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Memory, 281 
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blood loss, 826 

calcium electrodes, 1079 
electromyography, 574 
end-tidal carbon dioxide, 1000 
oxygen electrodes, 362 
pressure, 1101 

radiotelemetry, 987 
spirometry, 268 

venous pressure, 147, 229 


Metabolism, 407, 629, 660, 868, 1192 


Monitoring, 54, 143, 272, 


319, 678, 750, 891, 1004 


Muscle, skeletal, 784, 1214 


Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 
Neuromuscular relaxants, 


Obstetrics, 552 
Organisation, 925 


Pain, 61, 
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alcuronium, 1131 
atracurium, 277, 961, 1131, 
atracurium besylate, 51 
dantrolene, 568 

gallamine triethiodide, 35 
pancuronium, 412 
suxamethonium, 1214 
vecuronium, 412, 1188 


181, 324, 329, 540, 768, 982, 1134 


Parasympathetic nervous system, 722, 1083, 1207 


Pharmacology, 806, 859, 1012, 1023, 1197 


Poisoning, 257 
Position, 865, 1015, 1117 
Pregnancy, 764 


Premedication, 32, 224, 281, 370, 426, 429, 524, 587, 815, 1177 


Pulse rate, 261 


Recovery, 1202 
Reflexes, 524,809 
Research, 911 - 
Shock, 554, 750 
Skin, 443 
Statistics, 552 
Stress, surgery. 19 
Surgery, 629 


Surgery, amnion 126 

Surgery, cardiac, hypothermia, 1121 

Surgery, cardiac, paediatric, 649 

Surgery, cardiopulmonary bypass, 1121 
Surgery, cervical cord, 108 

Surgery, colonic anastomosis, 1083 

Surgery, coronary artery bypass grafting, 1197 — 
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Surgery, laparoscopy, 819 
Surgery, maxillofacial, 695 
Surgery, nasal, 520 
Surgery, neurological, 12 
Surgery, neurosurgical, 429 
Surgery, oesophageal, 894 
Surgery, paediatric, 649 
Surgery, stress and anaesthesia, 19 


Surgery, thoracic, 894, 1091 =e 
Surgery, thyroidectomy, 335, 343 Ee 
Surgery, tracheal, 1232 


Sympathetic nervous system, 520, 1012, 1192 
Sympatholytic agents, 335, 343 


Trachea, 1235 
Transfusion, 480, 101 
Trauma,973 


Veins, 46 
Ventilation, 143, 163, 376, 1091 
Vomiting, 132, 279, 280, 1172 
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